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2 UCSC Students Missing; 
Rape Incidents on the 


BY MARY BETH LIBBEY 


UCSC students, Rosalind Thorpe 
and Alice Liu have been reported 
as missing since Monday, 
February 5. They were last seen 
when they left their respective 
residences bound for campus. 

Reports from witnesses at the 
Science Library that evening 
indicate that Ms. Thorpe entered 
the Science Library between 9:00 
and 10:00. Ms. Liu was last seen 
near the Main Library at 7:00 pm 
the date of her disappearance. 

Both women __hitch-hiked 
frequently between home and 
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BY JOHN CHASE 


The Santa Cruz city council at 
their Tuesday, Feb. 13, meeting, 
sent back the North Coast and 
Uplands Plan to the city planning 
commission. Operation Wilder, a 
group opposed to the immediate 
development of the North Coast 
has announced it will request the 
planning commission to reopen 
public hearings on the plan. 

The first of several preliminary 
plans requested in the 1971 Policy 
basis of the planning Program, it 
is a preliminary step to eventual 
development of the North Coast. 

“I think we have the nucleus of 
a good plan,” said Mayor Al 
Castagnola, and the rest of the 
council agreed. 

Discussion of the plan was 
watched closely by an attentive 
‘‘overflow audience.’’ Above 
them was a large operation 
Wilder banner reading ‘‘let us 
talk together.” 

The area covered by the plan 
extends from a little within the 
present city limits, ap- 
proximately five miles up the 
coast, and some two to three 
miles inland. In the plan ap- 
proved by the planning com- 
mission this area was split up into 
two sections. 

In the 4,160 acre section ad- 
jacent to Santa Cruz, develop- 
ment would be permitted, with a 
probable maximum population of 
19,800 people and a maximum 
number of 8,320 dwelling units. 
The ultimate residential density 
may not exceed 2.0 dwelling units 


North Coast Plan 


school and it is assumed by police 
that they were hitching on the 
evening of their disappearance. 


Ms. Thorpe is described as 5’6’’, 
long brown hair, gray eyes and 
was dressed in black pants, a 
blue denim shirt, navy coat,pink 
and purple leather boots, and 
wearing horn-rimmed glasses. 
When last seen, Ms. Liu was 
wearing dark pants, a turtle neck 
sweater,gray wool overcoat, and 
carrying a purple book bag. 
Anyone having any knowledge or 
information concerning the two 
missing women are urged to 
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per gross acre. In other words 
were all housing units distributed 
evenly over this 4,160 area there 
would be two on each acre. 

Actual density within the 
residential areas will be much 
higher as not all the land is build- 
able, cluster development will be 
encouraged, and much land will 
be kept in open space. 

The other section, consisting of 
the 2,978.5 acres furtherest from 
the city are marked for eventual 
public acquisition in the report. 


Near Approval 


i a 
contact the city 
immediately. 

These disappearances come on 
the wave of several reports 
received by city police from rape 
or attempted rape victims during 
recent months and the discovery 
of the dismembered body of 
Cynthia Ann Schall, a Cabrillo 
College student who disappeared 
while hitch-hiking from school 
last October. 

In the last three and a half 
months, the’ city police 
department records seven rapes 
and two attempted rapes of 
young female hitch-hikers. The 
victims describe their assailant 
as a black man, approximately 6 
feet tall, weighing about 200 
pounds, between twenty and 
thirty years old. 

Over the past weekend four 
more young women have 
submitted complaints that they 
were fictims of rape over the last 
four months. Their individual 
descriptions of the assailant 
coincide with the previous 
reports received. 

The city police are at present 
negotiating with San Mateo 
County for the use of their 
surveillance heiicopter to scan 


See Page 6 


police 


The line separating the future 
green belt from the future city is 
called the urban limit line. 

The dual nature of the plan the 
planning commission passed is a 
result of a compromise between 
the city and the county. The 
County in its Parks Recreation 
and Open Space (PROS) Plan 
had designated the North Coast 
and Uplands area as a North 
Coast Beaches and Arroyos 


See Page & 


Participants in search party for missing women are 


briefed by Acting Police Chief Durcan. Photo by R. Blodgett 


Arroyo Hearing Set 
MECHA Meets McHenry 


BY LARRY BAUMAN 


A date has been set for the case 
of dismissed Financial Aids 
Officer Ron Arroyo’s personnel 
grievance hearing. Hearings, 
which are expected to last two or 
three days, will begin on 
February 23. 

Further court action outside of 
the University structure is also 
being considered by Arroyo and 
attorney Leon Panetta. 

If taken, this action is expected 
to take the form of a writ of 
mandate which would challenge 
the due process of Arroyo’s 
dismissal. That is, it would 
challenge the process by which 
Arroyo was fired first without the 
benefit of having a prior hearing 
for the case. 

Other developments 
surrounding the Arroyo case took 


Steering Committee Forms 
e Student Rep. 


To Reinstat 


A group of interested students 

and representatives from various 
colleges at UCSC have formed 
themselves for the purpose of 
attempting to reinstitute a 
campus representative to the 
Regents’ meetings. 

The Steering committee met 
last Wednesday to discuss this 
and other student government 
topics. Students representing 
Cowell, Stevenson, Crown, 
College V, Kresge and College 
VII attended. 

At the meeting it was learned 
that Howard Rootenberg, a 
somewhat ex-officio member of 
the group has been invited by 
Chancellor Dean McHenry at his 
own request to sit as an observer 


at this week’s Regents’ meeting 
in Los Angeles. 

The major topic of the meeting 
which was-7 dealt with 
peripherally was the plan to 
produce a referendum in the near 
future to discern campus student 
opinion on the possibility of 
reinstituting a permanent 
campus representative from 
UCSC. 

The Steering Committee which 
is virtually powerless and money- 
less emphasized that their active 
position is not to take action on 
their own to create policy or 
structure for student government 
on this campus, but to draw 
proposals to present to the 
student community and attempt 
to stir some sort of interest and 
response in this direction. 


Much of last Wednesday’s 
meeting was bogged down by 
members’ own qualms about 
their representativeness. Some of 
the members are official 
representatives of their college 
student governments. while 
others are representing various 
provost advisory committees. 
During the meeting, Robert 
Kubey was chosen to be 
chairman of the committee for 
the present. 


Next week, the Steering 
Committee is expected to discuss 
more fully the plans of producing 
a campuswide student 
referendum and what matters it 
will ask for student opinion on 
beside the issue of a Campus 
Representative. 


committee on 


place last Friday when MECHA 
students and others met with 
Chanellor Dean McHenry to 
discuss Arroyo’s dismissal and 
related matters. 

At this meeting, the Chancellor 
informed the students that the 
personnel hearings will remain 
closed to all parties not directly 
involved in the case either as 
participants or witnesses. 

The Chancellor also denied 
requests on the part of students to 


place either a _ minority 
representative or a student on the 
hearing body. 


One of the early topics of that 
meeting was the number of 
complaints which have been 
lodged against Assistant 
Chancellor of Student Services, 
Howard Shontz who fired Arroyo 
last December 27. 

In response to this the 
Chancellor said, ‘‘On_ the 
complaint against Mr. Shontz, 
the biggest single item as I see it 
is his handling of Financial Aids 
and this dismissal matter, and we 
won't have a verdict on that until 
the hearing is completed, and 
therefore there will be no answer 
on his general stewardship until 
that input is present.” 

Chancellor McHenry’s reason 


‘for denying a minority to sit on 


the hearing was that ‘‘the advice 
of counsel is that you shouldn’t 
change rules in the middle of the 
stream.”’ The standing 
personnel 
grievance hearings does not 
contain a minority staff or 
academic member. 

Concerning a student 
representative on the hearing 
committee, the Chancellor said, 
“Most of the grievances are 
internal matters that most of the 
University employees would 
prefer to be judged by their peers 
and not the students.” 

The verdict of the hearing is 
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Nixon Pushing US Toward Fascism 


“Fascist” has been a much overused epithet in recent years. 
“Fascism” has become a synonym for any authoritarian or inhumane 
situation. As a result we now find it difficult to understand the 
significance of those key events which truly move the United States 
away from corporate liberalism and toward a fascist state. I believe 
that President Nixon’s recent move to take the power of appropriation 
from Congress is an important step toward fascism in the United 
States. 

The United States is a powerful country, an imperialist country, and 
in many ways an inhumane country. But it is not yet a fascist country. 
We enjoy a number of important rights such as freedom of speech, 
freedom of the press, jury trials, and freedom of association which 
distinguish us from fascist Italy or Germany. But these freedoms can 
only be guaranteed with meaning so long as some “checks” exist 
against the power of the executive branch of government. The ab- 
stract freedom of speech means little if the executive controls the 
airwaves so that our words are not heard of if it manages the news so 
that we are forced to speak in ignorance. 

Most of the Congressional checks against the President’s power have 
already been destroyed or circumvented. The President makes and 
ends wars, signs international agreements (read treaties), legislates 
by executive order, witholds information by executive privilege, and 
now, it seems, appoints high government officials without any action 
on the part of Congress. 

But, at least up until now Congress has had the power not to fund 
programs it did not like and, with a two thirds majority, to fund 
projects over ohe President’s approval. The creation of the Bureau of 
the Budget under the executive branch in 1921 made it increasingly 
difficult for Congress to control appropriations. There are also a 
number of precedents for the President’s refusing to spend money 
appropriated by Congress, but they are few and far between, not a 
general policy of ignoring Congressional appropriations on a regular 
basis. Unconstitutional acts in the past do not justify unconstitutional 
acts in the present. 

Without the power of appropriations, Congress has no effective 
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checks left against executive power. We have already seen how the 
present executive protects the freedoms guaranteed us in the Bill of 
Rights: non-unanimous jury decisions, Grand Jury dragnets with no 
immunity from self-incrimination, jailing reporters for not revealing 
sources, threatening T.V. stations for using network news analyses, 
etc. 

President Nixon’s promise of financial stability and order doesn’t 
sound all that different from Mussolini’s promise to make the trains 
run on time. (In fact, this last week Nixon has been trying to usurp 
injunctive power to make the trains run on time too) And don’t believe 
you can’t elect a fascist government into power. 


WAR Recommends Self-Defense 


In the past ten months, eleven women have disappeared from the 
Santa Cruz area. Nine were Cabrillo College students hitch-hiking to 
or from school, and the other two were last seen before hitching off of 
the U.C.S.C. campus, Monday night, February 5. Only one of the 
women’s bodies has been found—parts of it were washed ashore at 
various points along the coast. 

Women Against Rape (W.A.R.) is a collective which was originally 
organized to aid and supporr women who have been sexually 
assaulted. We have been interviewing women who have been raped or 
sexually hassled in order to better inform ourselves and each other of 
the real problems faced by women in this society. 

In the past month we have established a Rape Line (426-8295) and 
have been publishing and keeping a file of descriptions of and ‘“‘come- 
on” lines used by men who have been hassling women. We feel a 
special urgency now to immediately instigate an alternative to the 
investigation by the police which we feel is sorely lacking. 

We wonder how many more women will have to disappear before the 
police make an effort to apprehend the man or men responsible? The 
press is equally guilty in their failure to initiate investigative repor- 
ting and their repression of the little information that is known. 

We feel that pressure by the citizens and press of Santa Cruz is one 
way to goad the police to action, but we cannot wait any longer. 
Therefore, we must assume the task of informing the community of 


the situation here. After-the-fact investigation should be the duty of 


source. Here’s why: 
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For further information write: 


7911 Herschel Avenue 
La Jolla, California 92037 
Telephone (714) 459-3705 


Addre 


City 


College 


students and friends. 


NACS Student Education Loan Fund 


London or Brussells. 
New York also availa 
low as $139 (round trip). 


Charter flights are available to students, faculty, staff, and extension 
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Dear Editors: 

We wish to inform your readers 
of the birth of a new organization 
we hope will become a_per- 
manent institution at UCSC, the 
Santa Cruz Student Political 
Union. 

We will be a group of students 
and others dedieated to the body 
politic. We are students who will 
not retreat to the silence of the 
’00’s. We still feel an obligation to 
help reform our communities: 
campus, Santa Cruz, United 
States, Earth. 

We, like the rest of America, lost 
our innocence during the Viet- 
nam War. We know we are trying 
to reform (save) the most 
powerful, one of the most vicious, 
social systems ever to be seen on 
Earth. We will not reach Utopia, 
but only by striving for Utopia 
can we make our communities 
better. 

We are of the 70’s, not the 60’s. 
While recognizing the tremen- 
dous achievements of the ac- 
tivists of the 60’s, we renounce 
the tactics of mindless chanting, 
slogans and rhetoric in the place 
of thought and communication; 
violence in the place of 

meaningful non-violent 
programs; and confrontation in 
the place of healing and com- 


Through the new NACS Student Educational Loan Fund 
S.E.L.F.), a cooperative program with the State of California 
avings and Loan industry, you can now borrow money more 

easily and with less red tape than through any other available 


No prior bank account requirements 
No age limitations 

- Established credit not necessary 

No income limitations 

- No deadline for applying 

- No collateral requirements 

- No payback for 13 months 
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munication. 

We know it takes hard work 
inside and outside of the 
political’ssocial structure, and 
consciousness-raising of our- 
selves and the people in our 
communities. 

Our specific program: Weekly 
or bi-weekly meetings of 
students, faculty, and anyone 
else interested in discussing the 
“social issues of the day.” Any 
member of the group who wishes 
to take action on an issue need 
only get a majority vote of the 
Union to form a committee of the 
Union, get use of the Union’s 
name and university facilities for 
further meetings. 

A few examples of issues the 
Union might discuss and act 
upon: the Arroyo firing, a Black 
Culture Break, improvement of 
student health facilities (i.e. birth 
control), the upcoming city 
council elections, the Wilder 
Ranch project, pacifism, an end 
to the military, Nixon’s attacks 
on the media and his destruction 
of social programs, amnesty, 
human liberation movements, 
and how to change such 
dehumanizing institutions as 
factories, schools and govern- 
ment. 

In addition to our discussion and 
actions, the Union intends to 
bring important political and 
social speakers and films to 
UCSC. Hopefully, these men and 
women will know their issues 
well and will stimulate, disturb 
and inspire. We in turn will try to 
communicate with the people of 
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ONE OF THE FUNNIEST 
PICTURES EVER MADE. 


— Stuart Byron, Rolling Stone 
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Santa Cruz. And listen to their 
concerns. 

We invite all those who wish to 
lend a heart, a hand, a head to 
help us form this Political 
UNION. We especially invite the 
black students at UCSC and all 
the other people here who have 
felt alone in their attempt to 
make some changes. 

We, the founders of the Union, 
have our heroes and we dedicate 
this POLITICAL Union to them: 
Eleanor Roosevelt, Aleksander 
Eugene Debs, 
Malcolm X, Mahatma Gandhi, 
Thomas PAINE, Ralph Nader, 
Dr. King, and the students who 
died at Jackson and Kent State 
and at Southern U. For them we 
will not let the light go out. 

Joshua Miller 

Steven Wood 
P.S. Our first meeting will be 
organizational. t will be held 
Tuesday night, Feb. 20 at 7:30pm 
in Cowell 223. If you cannot be 
there, but wish to be involved, 
call x4238 or x4167. Also, we need 
any money you can spare or raise 
for materials, speakers and 
otherwise making the dream 
tangible. 
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Vavid Stanford 


the police. We are not asking the police to protect us; that is our 
responsibility. We are working to get women together to learn self- 
defense—both mental and physical. We are working to change the 
attitudes of society in general, and, specifically of those men who feel 
protected and anonymous attacking women’ Therefore, it is vitally 
important that any women who have experienced assaults report 
them to Women Against Rape. It is alos necessary to aim community 
pressure toward improved transit service and more responsive police 


action. 


Men,, it is to your advantage to stop this cycle also. Don’t be of- 
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PHONE 423 6114 


fended by women refusing your offer of a ride. If we re-establish trust 
where there is now so little, and eliminated the fear which prerents 
open communication, both sexes could benefit. 

There are still women whose only means of eatiaportation is hitch- 
hiking. So, women wh do drive (staff and students alike), make a 
special effort to give your sisters a ride. We can no longer afford the 
self-deception that ‘“Somenone else will give them a ride soon 
enough.’’ That ‘“‘someone else” may well be an abductor. 

In addition, everyone should note all details, including license 
number whenever they see a woman hitch-hiker enter a man’s car 
(write them down if you have to!) 

We feel that it is important for all of us to learn to protect ourselves 
agaisnst what is a threat to all women. The answer to the problem is 
not to give way to fear, but to learn to defend ourselves and each other. 
We need to develop strength and self-conficdence. We need not accept 
rape and murder as the natural order of things—we CAN change the 
situation. 

If you have any information or want to help, call the Rape Line at 
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Art by Exhibit 
Students Visiting 


by Michael Freeman 
Also worthy of mention is a 


“display”? becomes conceptually 
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on ‘‘Man and His Environment,” 
but I found the freshness of the 
Cal Arts work entirely justifiable. 
Roy Dowell contributed a piece, 
entitled ‘‘Tie to Nature,”’ in which 
he tied himself to a redwood tree 
for several hours. Some of Bart 
Thrall’s work, notably ‘“‘Bomb 
Site-Map with Ground Zero (for 


For me one of the most moving 
pieces was an unframed frame 
event done by an ebullient 
photographer named Hope Adler. 
Hope, after experimenting with a 
number of varying techniques, 
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Tiny Fine Arts Stories 


look through it and push the 
trigger, as if he were taking a 
picture. There was some 
speculation among the artists 
that they had unwittingly become 
elements in what amounted to a 
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ceramic taco by Debby Beck, a irrelevant, for we are no longer ‘nuclear device)” was done in the took an odyssian journey across ten-day conceptual piece by Syn 
17-year-old Harbor High School inhibited by the negations of best celebratory tradition. And campus, accompanied by a Haacke himself. provi 
student who works at the Taco objective space. It is no longer art, after all, is a celebratory Kodak Instamatic and an 8x10 The paragraphs in this revue from 
Bell on Mission near Bay, and necessary to dis-play, for we are | Phenomenon. cardboard frame. What we are are presently arranged in refle 
who was invited to display with now free to play. Consequently many of the pieces __ presented with in the gallery is a alphabetical order. Cut them out forge 
the artists. I believe we all are A sense of the humorous and a are participatory. They say record of how these three and rearrange them. Color them. great 
invited to display with the artists. sense of the outrageous isevident “drink me,” ‘smell me,” “‘siton elements (Hope, the camera, and = Eat them. Does it change the (by 
The act of invitation emerges as; the show, feelings that seem me.” Wonderful in this respect is the frame) interacted with the | meaning? defir 
the unifying theme of the whole co) wehow reminiscent of the | Seth Levin’s pea soup piece, in various students encountered en “UC Santa Cruz as seen by Cal ones 
show. When we enter an exhibit Santa Cruz of earlier days. which he is growing carrots, route. The ways in which these Arts students,” presently gracing (anye 
that demands to be watered and Perhaps one has a right to peas, and onions—the ingredients _ students relate to the frame give the environs of College 5’s Sesnon The 
tasted we are transformed from — pecome melancholy when for pea soup. These vegetables, us an impression of how Santa Gallery, is undoubtedly the most this 1 
observers to conspirators. Weare. campus planners insist on cutting he told me, came from the home Cruz students see themselves, or exciting artistic phenomenon infor 
all part of the show; we all down a few hundred redwoods to farm project. Inside the gallery, how they wish to be seen. that has occurred in Santa Cruz perfo 
display with the artists. But build a college with its emphasis on opening night, there was an ‘The exchange was instigated by- | since Ed Ruscha’s show last start 
perhaps it is at this point that electric range which was war- Mr. Hans Haacke who, for year. (With the possible ex- Hall. 
ming some real pea soup. It purposes of obscuring the issue, ception of the snow flurries we at 7:: 
tasted quite good. Seth, an exile may be referred to as a had in December). The show is a Thea 
from Cooper Union, also displays systematic conceptualist. In physical trace of the interactions may | 
a piece entitled “Four Santa Cruz _ talking with him I could not get a that ten Cal Arts students had and 
Landscapes, Three Abstract.” I very good idea of what this with UCSC during the first ten GAT 
should mention about this that it business is all about, in spite of days of this quarter; it is the Syne 
ue ghee Wa a ee ie the fact that I have been working memory of an artistic experience the 
Ken Keegan a VaWe isan (Lead us from darkness into with Gregory Bateson. I did, much as a fossil is the memory of rov 
in van Olt lace ( Pa a import Sartell light), and is not based upon any however, notice that he was a living organism. Spoli 
Wi p Pp A y Eastman) visual implications of the Weber- wearing a camera around his Mike 
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FINE 
ARTSICLES 


Synergy Trust is an im- 
provisational theatre commune 
from Los Angeles. Its name 
reflects its premise. Synergy: ‘“‘a 
forge whose combined energy is 
greater than the sum of its parts” 
(by Buckminster Fuller’s 
definition). Trust: ‘‘giving 
oneself to another’s care’’ 
(anyone’s definition). 

The group will be on campus 
this Thursday, February 15 for an 
informal, open workshop and two 
performances. The workshop will 
start at 2:00 in College V Dining 
Hall. The performances will start 
at 7:30 and 9:30 pm in the Barn 
Theatre. Tickets are $1.00 and 
may be obtained from the Culture 
and Recreation Office (429- 
GATE) or at the door. 

Synergy Trust has its roots in 
the best of American im- 
provisational theatre—Viola 
Spolin and Chicago’s Second City, 
Mike Nichols and Elaine May, 
the Committee of SF and LA, and 
Paul Sills’ Story Theatre—but it 
goes beyond its origins in one 
crucial respect: it is totally 
improvisational and does not rely 
on sale, planned material. 
Come and enjoy them this 
Thursday, Feb. 15, for the 2:00 
workshop (in College V’s dining 
hall) and a performance (7:30 or 
9:30 at the Barn Theatre). Only a 
buck. 


XXXXXXXXXXXXXXX 


Gallery 115 will hold its opening 
on Saturday from 7 to 10 with an 
exhibit called ‘The 
Somnambulist’’ by 
photographer-publisher Ralph 
Gibson. The gallery is at 115 
Maple Street, Santa Cruz and is 
open 12-6pm Wed.-Sun. 


selves.” 


@ Saturday, March 10—11 am 
@ Sunday, March 11—11 am 


Ojai, California 93023. 


J. KRISHNAMURTI 


Philosopher, author and teacher will speak at the San 
Francisco Masonic Auditorium, 1111 California Street, 
on the “urgency for a fundamental revolution in our- 


@ Saturday, March 17—11 am 
@ Sunday, March 18—11 am 


Tickets: $3.00-$4.00. The complete series: $12.00- 
$16.00. Available at the Downtown Center Box Office, 
325 Mason St., San Francisco, California 94102. Spon- 
sored by the Krishnamurti Foundation, P.O. Box 216, 
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Handweavings 


at Stevenson 


by Martha Elbaum 


Laya Brostoff’s show ‘‘Hand- 
woven”’ is certainly appropriate 
for the quiet alcoves and serene 
atmosphere of Stevenson library, 
where it has been displayed 
during the month of January. 

Her weavings are colorful, 
feelable, extremely lookable 
works of art. Ms. Brostoff has an 
inner balance that shows itself in 


her ordered designs. At the same | 


time, her compositions exhibit a 
definite stimulation through the 
use of various colors, yarns and 
weaving styles. 

An example of this balance of 
forces is found in one of her works 
that is divided into two sections: 
the top is a colorful menorah-like 
pattern of padded woven shapes, 
and the bottom is a black-grey- 
white design of vertical stripes in 
different textures. The bottom 
seems to provide the earthy, 
“raw material’ for the top’s 
more refined and _ structured 
feelings. It then becomes a 
symbol of human culture—the 
bright against the colorless; the 
ordered above the random. 

Laya follows the theme of 
earthiness in several other 
weavings. One is composed of 
three sections of woven twine 
“‘growing”’ from a tree root and 
suspended from a wooden frame. 
Each section has a natural color 
that reminds me of some part of 
the earth: straw colored, frizzy 
twine—rough brown, horse hair 
rope—and deep brown rope with 
a solid, wooden quality. By using 
colors and textures to recall the 
feelings of nature and growth, the 
artist imparts a sense of life and 


Books by J. Krishnamurti: 
YOU ARE THE WORLD 
$1.95 paper 
THE FLIGHT OF THE EAGLE 
$1.95 paper 
THE ONLY REVOLUTION 
$4.95 


THE URGENCY OF CHANGE 
4 


FREEDOM FROM THE KNOWN 
$3.95 


THINK ON THESE THINGS 
$1.25 paper 

EDUCATION AND THE 

SIGNIFICANCE OF LIFE $3.00 


Forthcoming: 
THE IMPOSSIBLE QUESTION 
$4.95 


BEYOND VIOLENCE 
$2.25 paper 


Harper &) Row 
_J10€ 530 St New York 1002? 
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movement to her weavings. 

An impressive design of a 
colored patchwork mountain that 
seems to have been built by drips 
from the sky, is another example 
of Laya’s sensitivity to earthy 
forms. Bright yellows, oranges 
and pinks, and deep blues and 
purples are crossed by the thin, 
warm-colored stripes of the sky, 
running all shapes into one 
organic whole. A hole in the 
mountain through which you can 

‘ see the sky, and a deep blue lake 
that edges into the mountain’s 
base contribute to a sensation of 
wholeness and co-existence. 

The hanging weavings are more 
informal than those tacked onto a 
frame. They provide more 
possibilities of shape and textural 
integration. One in particular 
reminds me of an underwater 
scene. It is a menagerie of colors 
and textures—coarse brown 
animal-like hair, firmly woven 
sea greens and blues, soft sheep- 
like yarn, and long seaweed-like 
strands of dark turquoise. 

Even her more conservative 
striped designs are enlivened 
through a balance of colors. 
Purple, green, pink, and blue 
shades that would ordinarily be 
too scintillating in combination 
are quieted by deep blacks placed 
at just the right moment. 

All of Laya Brostoff’s weavings 
show an energetic restraint 
emphasized in the juxtaposition 
of simple, geometric designs and 
sensual textures, colors and 
shape arrangements. If her show 
is still on, go and see for yourself. 
Let your eyes become your 
fingers and touch the woven 
designs of one woman’s soul. 
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the campus, beach and mountain 
areas in an attempt to locate the 
two women. Specific attention 
will be given to the area adjacent 
to Smith’s Grade where the body 
of Mary Margaret Guilfoyle was 
found this week. 

Ms. Guilfoyle was the Cabrillo 
student who disappeared last 
October from the community 
college campus where she was 
last seen hitch-hiking in the 
direction of downtown Santa 
Cruz. 

Yesterday a campus search for 
the two women was organized by 
John Durkean, acting Campus 
Police Chief and Mike Hughes, 
Campus Fire Inspector. 
Approximately 175 persons 
turned out at the Fieldhouse to 
assist with the search. Eight 
teams were formed to scan the 
areas near Empire Grade and 
Smith’s Grade Roads. No results 
were reported. 
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240 FIFTH AV 
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Student Rail Pass 


International Student ID Care 
Youth Hostle Cards 


Round Trip & 1 W. 


JUNE 16 
Depart LA 
Arrive Paris 
only $149 + 

$3 airport tax 


1210 PACIF ANE. 


SANTA CRU®, CAL. 
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Summer Schedule 
June 26- Sept 1 
June 26-Sept 15 
June 22-Aug 21 
July 1-Sept 1 

Aug 15-Sept 15 
Depart from LA or Oakland 
Arrive in Brussells or Paris 
$285-299 round trip 


Call or Come by after 3:00 pm 


Lee Duffus, Student Services 
officer, in conjunction with 
concerned students has been 
investigating the possibility of 
extended night bus service for 
students in an attempt to 
minimize the amount of hitch- 
hiking done to and from campus. 
They are exploring a plan for a 
university-operated bus service 
at night to cover the areas of the 
city where the regular city bus 
does not run. Attempts to 
organize regular drivers to 
campus to pick up hitch-hikers at 
pre-determined points are also 
underway. 

Further action will be taken 
tomorrow at 3:00 pm. The 
Women Against Rape Collective 
and the local chapter of the 
National Organization of Woman 
(NOW) will establish picket lines 
in front of the County Sherriff’s 
office to protest their lack of 
action concerning the recent 
incidences of rape and assault. 
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PIRG Organizes Seeks UCSC Support 


CALPIRG, (California Public 
Interest Research Group), a 
Ralph Nader-inspired student 
organization, is mobilizing at 
UCSC. Students interested in 
working in this group are 
welcomed to attend a meeting 
Tuesday, February 20, at 7:30 
p.m. 

CALPRIG is a student-finded 
and controlled organization 
composed of full-time 
professional public advocates 
recruited by students, to work 
with students, on various 
community problems. : 
environmental and consumer 
protection, racial and _ sexual 
discrimination, corporate and 
government responsibility. 

This public interest group will 
involve not just U.C.S.C. but a 
number of colleges and 
universities in  Noethern 
California. Successful PIRGs 
have been established and are 
operating at numerious 


campuses in Oregon and 
Minnesota. 

Last spring a calpirg was 
organized at several schools in 
San Diego. Including San Diego 
State and U.C. San Diego. 

‘This organization attenpts to 
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Chemicals and Paper 


Custom Processing 
35mm film 
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427-1155 
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overcome the deficiencies 
evident in previous student 
movements — lack of continuity 
because of vacations and exams, 
inadequate funding of staff and 
projects, and lack of expertise in 
areas of sophisticated research 
and legal action. 

It resolves these problems by 
hiring a full-time professional 
staff which works year-round 
with students on _ research, 
publick education, lobbying, and 
litigation. 

Funding is assured by a 
student-approved mandatory fee 
($1) added to each quarter’s 
registration fees. This fee is 
refundable during the 4th week of 
each quarter if a student does not 
wish tp support CALPIRG. (If 
more than 50 percent of the 
students request a_ refund, 
CALPIRG folds out at that 
campus. ) 

This stable funding mechanism 
guarentees a continual budget 
and security of income necessary 
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to attract a_ top-quality 
professional staff. Students hire 
a director to oversee the projects, 
while the students themselves 
decide the priorities for the 
projects. In addition, students 
work directly with the staff in all 
of its activities. 

Nonpartisan, CALPIRG hopes 
to involve all _ interested 
community people and students; 
it will emphasized the 
educational benefit to students by 
providing academic credit for 
participation in community 
work. 

Students are needed to help 
organize CALPIRG at UCSC. 
There is a lot of work to be done, 
including preparations for a 
spring petition drive to 
demonstrate student support for 
CALPIRG. There will be a 
meeting at the Merrill Baobob 
Room this Tuesday, Feb. 20 at 
7:30 pm. For further 


information, please contact 
Davia Nelson X4163. 
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CAMPUS CALENDAR 
THURSDAY, FEBRUARY 15 


LECTURE 

DR. A. BANANI, Prof. of History & Near Eastern Languages, 
UCLA ‘Author of ‘‘The Modernization of Iran” 1:00 pm Merrill 
130 Admission free 

WORKSHOP PERFORMANCE 

“SYNERGY TRUST” ‘Workshop at 2:00 pm, College V Dining 
Hall’*Performances at 7:30 & 9:30 pm, Barn Theatre%$1.00 


WHOLE EARTH SEMINAR 

WALTER BLOXSOM, Development Research-Houston: ‘A 
Cretaceous Reef Complex in Northern Mexico’’%4:00 pm4165 Appl 
Sci%Admission Free 

LECTURE 

LAWRENCE WESCHLER, Cowell College senior: “Talks on 
Toch”Yathird of four lectures concerning the life & times of the 
eminent Austrian emigre composer Ernst Toch (1887-1964) Eloise 
Pickard Smith Gallery, Cowell College %Admission Free 
LECTURE 

BHAGWAT DHARMA DISCOURSE by Satsvarupa das Goswami: 
‘Vedic Literature: Bhagavad Gita’”’%7:00 pm%Student Music 
East%Amission Free 


MUSICAL DANCE REVIEW . 


“THE STAR SPANGLED BANANA” Directed & choreographed by - 


Fredda Waldorf%Set Design & lighting by Michael Brooks%8:00 
pm%Perf. Arts Drama Studio%$1.00 


FRIDAY, FEBRUARY 16 


LECTURE 

BHAGWAT DHARMA DISCOURSE by Satsvarupa das 
GoswamieInfo same as above 

MUSICAL DANCE REVIEW 

“THE STAR SPANGLED BANANA”’4¢Info same as above 
NATIVE AMERICAN DAY 

The White Roots of Peace, presenting their traditions & philosophy in 
dance, song & film%Begins with a general discussion, 10am, Kresge 
Dome%Main meeting featuring social dances & chants of various 
tribes, 2-4:30 pm, Crown D.H.%American Indian dinner, 5:30-6:30 pm, 
Merrill D.H.%Admission Free, with the exception of dinner 
STUDENT RECITAL 

“SCENES FROM MOZART OPERAS’’%48:30 pm4ePerforming Arts 
Concert Hall%Admission Free 

THE FILM NOIR EXHIBIT 

UCSC Students’ films & still photographs influenced by 1940’s B- 
picture melodramas'47:30 pm%College V sesnon gallery %Admission 
Free%Same program on Sunday 


OPEN DAILY 
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CHILDREN’S STORY 
WRITERS NEEDED 


Stone Soup, a journal of 
children’s literature, will be 
published for the first time in 
May, 1973. The journal will 
provide a singular opportunity 
for the publication of stories, 
poems, plays and illustrations by 
and for children. 

Maximum length of stories by 
adults is limited to 1500 words. 
Books will also be reviewed, 
reviews limited to 250 words. 
The deadline for the first issue of 
Stone Soup is March 9. Send 
contribution sto Stone Soup’s*box 
831sSanta Cruz, Cal. 95060. 


HORSES ON 
CAMPUS? 


Perhaps you've heard about the 
possibility of having a stable here 
on campus for boarding and 
rental of horses for UCSC 
students and faculty. Right now 
we're in the process of working 
out a budget and we need to get 
some idea of the number of 
people that will want to use the 
facility for the boarding of their 
horses. If interested, call Jim 
Potter at 427-0256 or write Crown 
Box 91. 


COUNTY SYMPHONY 
AUDITIONS 


The The Santa Cruz County 
Symphony has_ announced 
auditions for interested com- 
munity members who wish to join 
the orchestra. 

For further information call 
Earleen Overend at 475-6000 or 
688-2075. 


PSYCHOBIOLOGY 
LECTURE 


On Thurs. Feb. 15 Dr. J. Kimball 
will speak on The Psychobiology 
of Consciousness in Tran- 
scendental Meditation. The 
lecture is free. It will be held in 
Cowell College Rm. 131 at 8:00 
pm. 


LUNCHES FROM $1.95 DINNERS FROM $3.45 
LUNCH SERVED DAILY EXCEPT SUNDAY FROM 12 Noon to 2:30 pm 
DINNERS SERVED DAILY MONDAY THRU SATURDAY 5:30 p.m. to 10 p.m. 


SUNDAY DINNERS SERVED FROM 4 p.m. to 10 p.m. 
RESERVATIONS SUGGESTED 427-1414 


SIERRACLUB_ 
CONSERVATION EDUCATION 
CONFERENCE 


The Sierra Club is holding its 
annual weekend seminar on 
conservation education at 
Asilomar on February 23, 24 and 


253. The conference will include - 


general lectures, workshops, 
films, nature walks, a 
photography exhibit by Ansel 
Adams, and a wine and cheese 
party. Credit (1 semester unit or 
1 and a half quarter units) is 
available. 

To register, send $48 to Sierra 
Club Conference, 1050 Mills 
Tower 220 Bush Street, S.F. 94104, 
along with your name, address 
and level of interest (primary, 
secondary, or high school 
education; art and music; or 
general interest). The $48 covers 
registration, all lectures, the 
wine party, and meals and 
lodging at the magnificent 
Asilomar grounds, Pacific 
Grove. | 


JAZZ CONCERT 
FOR CHILDREN’S CENTER 


Cabrillo College Children’s 
Center will present a Jazz 
Concert performed by the 
Cabrillo Jazz Ensemble on 
Friday, February 16, at 8:15 pm 
in the College gym. There will be 
dancing, too! The $2.00 tickets 
will hopefully raise enough 
money to match federal funding 
for the center. Tickets may be 
purchased at the Watsonville 
Music Store, Cabrillo College, 
Plaza Books, and at the door. 

NEW MOVE TO 
LEGALIZE GRASS 


The people who worked hard to 
decriminalize marijuana use in 
1972 with Proposition 19 are 
preparing a massive campaign to 
win at the polls in 1974. The 
Marijuana De-criminilization 
Bill, patterned after the 
California Marijuana Initiative’s 
Prop. 19, will soon be introduced 
in the California State 
Legislature. This year’s attempt 


8 
COOPERJHOUSE 


7 
DUUDUOGUOREOUOROORROUGROOEROORDOUROOUROOEROORROEROOUNUONOQNOONBODRODDI 
MOVIES 
THURSDAY, FEBRUARY 15 


“THE BATTLE OF ALGIERS” (1966) 7:30 pm¥Sci Lec 3475 cents 
“SHADOW OF A DOUBT” plus film shorts%8:00 & 10:15 pm%- 
Stevenson D.H.%Stev. students 25 cents, others 50 cents 


FRIDAY, FEBRUARY 16 


“STRAW DOGS” -7, 9 & 11 pm%Sci Lec 34%$1.00 
: SATURDAY, FEBRUARY 17 


‘BLOW UP” by Antonioni, plus a film short%7, 9 & 1lpm¥%Sci Lec 
3%$1.00 

“IN HARM’S WAY” (Otto Preminger: 1964)%10:00pm4%Crown 
D.H.%25 cents 


SUNDAY,FEBRUARY 18 


“WOMAN IN THE DUNES” (1964) 7 & 9:15 pm%Sci Lec 34$1.00 
MONDAY, FEBRUARY 419 


“HOW TO MARRY A MILLIONAIRE” w¥Marilyn Monroe¥s7 & 9 
pm'eKresge Dome%50 cents 


TUESDAY, FEBRUARY 20 


“ALEXANDER NEVSKY”? Sergei Eisenstein (1937) “IVAN THE 
TERRIBLE” (Part II) Sergei Eisenstein (1946) 7:30 pm%Sci Lec 3 


WEDNESDAY, FEBRUARY 21 
“L’ANNEE DERNIER A MARIENBAD’’( Alain Resnais; 1961) 7:00 
pm*e“FRENCH CAN-CAN” (Jean Renoir; 1954) 9:00 pm%%Sci Lec 
3%$1.00 
“NAZARIN” Spanish%English sub%8:00 pm%Sci Lec 14%Admission 
Free 
“DUEL IN THE SUN’’%8:00 & 10:30pm%Stevenson D.H.'Stev. 
students 25 cents, others 50 cents 

THURSDAY, FEBRUARY 22 


“REBEL WITHOUT A CAUSE” (1955) 7:30 pm%Sci Lec 3475 cents 
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de-criminalize the possession 
and cultivation of grass for 
personal use by persons 18 years 
and older is receiving broader 
support in Sacramento than it did 
last year. 
Your help is needed now! 
Please write letters to 
Assemblyman Frank Murphy Jr. 
and Senator Donald Grunsky 
(State Capitol, Sacramento, Cal. 
95814) urging them to support the 


MAXIMILLIANO'S 


excellent food at reasonable prices. 


COOPERHOUSE 


Pacific Avenue Garden Mall & Cooper Street 


Santa Cruz 


Marijuana _De-criminalization 
Bill. And, if you have money to 
spare, send contributions to CMI, 
2221 Filbert St, S.F. Calif. 94123. 


STUDENT PLAYWRIGHTS 


An evening of dramatic 
dialogues from the original works 
of student playwrights will be 
presented at 7:30 pm this Sunday 
evening in the Stevenson Fireside 
Lounge. Free 
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up the marble staircase 

at cooper and the garden mall 
udent discount on art materials 

ay-away on books and prints 


DAILY — EXCEPT WEDNESDAY 


2623 41st. Avenue 


Ph. 476-3211 
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BY STEVE SACKS 


~ Chancellor Dean E. Mcenry held 
out hope Monday for the safe 
return of two missing UCSC 
women students and expressed 
dismay over Legislative Analyst 

A. Alan Post’s blue-pencilling of 
funding for a $3.4 million library 
addition at this campus. 

In an exclusive City on a Hill 
Press interview, McHenry also 
commented on the forthcoming 
retirement of Donald Clark, on 
the North Coast development, 
and on campus growth and ad- 
ministration. 

McHenry stated that he has 
received calls from parents of 
both Alice Liu and Rosalind 
Thorpe, missing since last week, 


_ asking him to make a search of 


the campus. A decision has not 
yet been made on whether to 
make that search. 

Alan Post’s analysis of the 
Governor’s budget and its 
recommendations to the state 
legislature provide an additional 
$2 million for the University as a 
whole (over the Governor’s 
request) but cut out the funding 
for the second unit of the library 
complex here. The structure, 
already chopped from $7.2 
million to $3.4 million by 
Governor Reagan, was recom- 
mended to be shelved altogether 
by Post, who reasoned that it 
would provide a capacity in 
excess of the standard of 100 
books per student by 1975-76. 
The 100 books per student figure 
is used to decide allocation of 
funding for all state university 
libraries. 

McHenry stated that the 
University takes no position on 
the proposed North Coast 
development. He added, 
however, that “there is plenty of 
vacant land in the City of Santa 
Cruz to provide for any needed 
expansion.”’ In response to the 


‘argument that University em- 


ployees and faculty would be 
likely dwellers in the develop- 
ment, McHenry commented that 
the ‘‘developers are anxious to 
muster any argument they can” 
in support of the project. 
Turning to campus ad- 
ministration, the Chancellor 
stated that ’’there has not been an 
increase in administrative 
power.” He added, “If this is a 
one-man campus it’s always been 
one. Faculty input is very strong. 
Students have to organize—the 
old Inter-college Board atrophied 
and died.”’ 

McHenry also indicated that 
pre-enrollment for classes will 
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probably come to Santa Cruz, 
“for both administrative and 
instructional reasons. 

“There was no promise of a 
Politics Board faculty position,” 
McHenry stated in response to 
the continuing controversy in 
which the officers of that BOARD 
OF Studies resigned in protest. 
“The Academic Senate Com- 
mittee on Budget, said that the 
Politics Board was one of the 
most well-staffed on campus,’’ he 
added. 

On. the early retirement. of 
Donald Clark, University 
Librarian, McHenry said that it 
would have an adverse effect on 
the campus and that the 
retirement came as a personal 
blow to him. McHenry, at 62 the 
same age as Clark, stated that he 
and Clark, his first appointment 
to the campus, had originally 
planned to retire together. 

Clark, while voicing no com- 
plaint against McHenry, stated in 
this letter to University President 
Angus TAYLOR, “If the climate 
had been different—OR if I felt 
there was someone at University 
Hall fighting for us—fighting to 
preserve the integrity of the 
University—I would have stayed 
on.”’ 

To the question of how fast and 
to what limit the campus should 
grow, McHenry responded, 
‘‘we’re not nearly in such a hurry 
to grow as we might: Irvine is 
trying to grow faster than we 
are.” 

He added that the campus would 
risk being shut down if it 
remained too small, representing 
too great a cost for too few 
students. 

The original plan for this 


ARROYO 


From Page | 
expected to become public after 
it is completed, however the 
content of the hearings, the 
Chancellor said, will not be 
released in full. 

The Chancellor will take the 
verdict of the hearing under 
advice when it is completed but 
he is not legally obligated to 
follow that hearing’s verdict in 
his final decision (only President 
Hitch has the power to override 
any decision that the Chancellor 
may make in such a case.) 

Halfway through the meeting, 
the Chancellor said, “I agreed to 
meet with a delegation of three 
and several others came along 
and please don’t ask me for an 
appointment and do that again. 
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nterviewed. 


campus projected an eventual 
enrollment of 27,500 by the end of 
the century. Though never of- 
ficially changed, current 
projections call for a limit of 10- 

15,000 ° 

The change in the enrollment 
and budget situation has dictated 
the reduction but McHenry stated 
that he would have advocated 
reduction in any case. 

Asked if the University would 
have scaled down the growth 
projections if the only factors 
were the city’s pressure to reduce 
UCSC’s growth, McHenry 
responded ‘‘University-wide 
Administration would not have 
paid much attention to city 
pressure.”’ 

cHenry said he doesn’t think his 
image of the original Santa Cruz 
concept has been tarnished over 
the last 10 years. “I’m quite 
optimistic, this is still the place 
most people want to go to.” 


NORTH COAST 
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greenbelt. The city had ear- 
marked the whole area for some 
kind of development. 

Warned by city attorney od 
Atchison that designating an area 
for future open space or parks ac- 
quisition ‘‘is considered an 
acquisition or taking’? by the 
courts at present, the council 
backed off from designation of 
the greenbelt. 

By planning an area for a park 
and prohibiting land uses _ in- 
compatible with an eventual park 
public agencies are in effect 
limiting the revenue that might 


“If you’re going to bring a mob, 
I need to bring a mob too.” 

At the meeting there were about 
29-30 students. 

The Chancellor continued, ‘I 
wish we could trust each other to 
the point that if you say that 
‘you're going to bring three, you 
bring three. Then I’ll have three 
and we’ll be even.” 

One of the students said at that 
point, ‘‘Sounds like a war, 
Chancellor.” 

The Chancellor replied, “Well, 
what is it?” 
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acrue to the owner of the future 
parkland. If he is, in fact, limited 
in how he can develop his land 
then he should be compensated 
by the public agency that had 
caused this loss, the court felt. 
Council persons Wicklund, 
Werner, and Wood were worried 
that the 20 per cent of the beach- 
land reserved for development 
was too little. ‘This gives us no 
leverage to get any developer to 
build some of the amenities,” 
said Councilperson Wicklund. 
Wicklund was worried that over- 
restrictions such as the twenty 
per cent development of the 
ceachland would drive up the 


price of housing making the - 


North Coast and uper-class 
ghetto. 

“I see a frighitening trend 
developing in our planning 
concepts in the last few years.” 
This trend is ‘excluding anybody 
with a lower than 
usual income.’’ 

He believed this has been due to 
two factors—‘‘Groups of people 
pooking their resources adnd up 
bikking rents”i.e. UCSC students 
and the fact that “so many 
restrictions are being plasced on 
development that none but the 
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wealthy could live there.” 

Citying the policy basis of the 
planning program report, he 
said,“‘Our intent was to create a 
balance d community.”’ 

Making a comment frequently 
heard in recent weeks he 
noted,‘‘The growth of the 
University will absorb nearly all 
of the growth in the next few 
years creating the exact opposite 
of a balanced community.” 
Mayor Castagnola agreed, 
saying, ‘“I,‘ll never suppostrt a 
growth rate of the city, aside 
from UCSC 
UCSC must be slowed down,” 
said Councilperson Wood,‘‘A 
concerted effort 
has to be made to persueade the 
Regents to have a maximum 
enrollment.’’ Sehe also suggested 
a shift in the atmosphere of the 
campus to make it consistent 
with the goal of a “balanced 
community.’’ Schools of Math- 
ematics, Engineering, or Science 
should be added to alter the 
liberal arts emphasis of the 
curriculum,’’she felt. 

“I feel like quite a few of the 
people in the audience don’t want 
any growth,” said Ms. Wood, ‘‘It‘s 
time we take our head out of the 
sand.”’ 
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